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by the fastidious. This camp was at an altitude
of 17,800 feet, and was at a distance of about
three hours' journey from the Base Camp.
2000 feet higher up the glacier was Camp II,
about four hours' journey from Camp I. This
second camp was situated under a wall of ice
close to the most fantastic part of this astonishing
world of ice. Beyond this, as the higher part
is reached, the pinnacles gradually merged in
the tumbled ice river of the glacier. But the gra-
dient was not steep and the ice was not an ice-
fall.
Camp III was fixed at a site on the moraine
at about 21,000 feet, and four hours from Camp
II. It lay under the shelter of the North Peak
and had the advantage of the morning sun, as
it faced east. But the sun was off it soon after
three, and the evenings were chill and dreary.
Strutt's party arriving there so early in May
experienced intense cold and suffered from the
usual biting wind ; and Longstaff, who had not
been at his best for some time, was incapacitated
from any further high altitude work that season.
On May 9th the three returned to the Base Camp
after establishing cooks at each camp for the
benefit of parties who would now be continually
passing up and down.
The glacier reconnaissance being completed,
glacier camps established and supplies pushed
up to Camp III to enable climbers actually to
ascend the North Col and pitch a camp on it,